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German Democbatic Republic 


PIAN FOR RECONSTRUCTION OF MAXHUETTE 


new blast furnaces should be erected 2 y 2 j : aq oL at the 
Maxhuette plant as originally planned. 
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RARY 


RETURN TO GA Lig 
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